Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 SANTIA 05441 211651Z 
ACTION SY-05 

INFO OCT-01 ARA-10 ISO-OO /016W 

012616 221025Z/14 

R211534ZJUL 78 
FM AMEMBASSY SANTIAGO 
TO AMEMBASSY PANAMA 
INFO SECSTATE WASHDC 9914 
AMCONSUL RIO DE JANEIRO 

CONFIDENTIAL SANTIAGO 5441 

SECSTATE FOR SY/OPS/T; PANAMA FOR OIC/RTC; RIO DE JANEIRO FOR TSO 

E. O. 11652: GDS 
TAGS: ASEC 
SUBJECT: ALARMS 

A ROUTINE TEST OF ADVISOR V MOTION ALARM SYSTEM IN AMBASSADOR'S 
OFFICE 

REVEALED THAT THE ALARM IS OUT OF ORDER. POST IN NEED OF TSO 
ASSISTANCE TO REPAIR THIS UNIT. TSO SHOULD INCLUDE ENOUGH TIME 
AT POST TO RECONNECT ADVISOR SYSTEM IN DAO AND SURVEY THE OFFICIAL 
RESIDENCE FOR A LINEAR FSK ALARM SYSTEM. 

LANDAU 


CONFIDENTIAL 
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